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UNCLASSIFIED 

PAGE 01 CARACA 07311 071328Z 
ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

120519 072139Z/14 

R071143Z AUG 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3312 

UNCLAS CARACAS 7311 

PASS TO ITA/BED/OED/MEPD AND OIM 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, VE 

SUB J : MAJOR PROJECT: INTERALUMINA PORT INSTALLATION 


REF: (A) 77 CARACAS 11712, (B) 77 CARACAS 12271 

1 . THE FOLLOWING FIRMS HAVE PREQUALIFIED TO BID ON THE DESIGN, 
ACQUISITION, AND CONSTRUCTION OF THE INTERALUMINA PORT INSTALLATION 
(INTERNATIONAL BID NO. D-10-106-16): 

(1) CONSTRUCTORA HEEREMA 

(2) CORPORACION RAYMOND (U. S/) 

(3) DRAVO CORPORATION (U.S.) 

(4) INTERBETON 

(5) PRECOMPRIMIDO (VENEZUELAN) 

(6) SANTA FE CONSTRUCTION (U.S.) 

TECHNICAL SPECS MAY BE OBTAINED AT INTERALUMINA OFFICES AFTER OCTOBER 
11,1978. 

2. OFFERS WILL BE RECEIVED IN A SEALED ENVELOPE, 10:00 A.M. ON 
NOVEMBER 13,1978 AT: 

CALLE LA GUAIRITA-URBANIZACION CHUAO 
EDIFICIO LOS FRAILES, PISO 1 
CARACAS, VENEZUELA 
TEL: 91-14-11. 
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